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HARYANA GOVT GAZ ., NOV. 18 , 1969 (KRTK . 27 , 1891 SAKA ) 


(PART 


No. 5224-2PW ( 2 )-69 / 32402.- Whereas it appears to the Governor of Haryana that land is roquired 
to be taken by Government on the public expense, for a public purpose , namely, for the construction of 
33 K. V. Substation at Jhojhu Kalan by the Haryana State Electricity Board, it is hereby notified that land 
in the locality described below is likely to be required for the above purpuse . 

This declaration ismade under the provisions of section 6 of the Land Acquisition Act , 1894, to all 
whom it may concern and under the provisions of section 7 of the said Act, the Land Acquisition Collector, 
Haryana State Electricity Board , Chandigarh , is hereby directed to take orders for the acquisition of the said 
land . 

Plans of the land may be inspectod in the offices of the Collector of Mohindergarh District, at Narnaul 
the Land Acquisition Collector, Haryana State Electricity Board , Chandigarh and of the Executive Engineer , 
Dadri Operation Division , Haryana Stato Electricity Board , Dadri. 

In view of the urgency of the acquisition , viz., to ameliorate the water scarcity and famine conditions 
in the area , the Governor of Haryana , in exercise of the powers conferred by section 17 ( 1) of the said Act, is 
further pleased to direct that the Land Acquisition Collector , Haryana State Electricity Board , Chandigarh , 
shall proceed to take possession of any waste and arable land heroin specified in accordance therewith . 

SPECIFICATION 


Description of Area 


Locality / 
Village and 
Hadbast 

No , 


Arca 

in 
Acres 


District 


Tehsil 


Rectangle 
No. 


Khusra 
Nos. 


A - K - M 


Mohindergarh 


Dadri 


Jhojhu Kalan 


0-243 


67 


10 , 11 (As demar 

cated at 
6 , 15/2 site ) 


68 


( 3.02 acres 
approximately ) 


No. 5220-2PW ( 2 )-69 /32405. - Whereas it appears to the Governor of Haryana that land is required 
to be taken by Government, on the public expenso, for a public purpose, namely , for the construetion of 33KV 
Substation at Bawal, it is hereby notified that land in the locality described below is likoly to be required 
for the above purpose . 

This decaration is made under the provisions of section 6 of the Land Acquisition Act, 1894, to all 
whom it may concern and under the provisions of section 7 of the said Act, the Land Acquisition Collector 
Haryana State Electricity Board , Chandigarh is here by directed to take orders for the acquisition of the said 
land . 

Plans of the land may b : inspocted in the offices of the Collector of Gurgaon District, the Land 
Acquisition Collector, Haryana State Electricity Board, Chardigarh and f the Executive Engineer, Construction , 
Division No. II, Haryana State Electricity Board , Gurgaon . 

In vicw of the urgeney of the acquisition . viz . acute shortage of voltage of power experienced in giving 
new connections to T ..bewejls in this area which is totally dependant .pon tubewells irrigation , the Governor of 
Haryana , in exercisc of the powers conferred by section 17 (1) of the said Aci. is further pleased to direct 
that the Land Acquisition Collector, Haryana State Electricity Board , Chandigarh , sha11 proceed to take 
possession of any waste and arabic land here in specified in accordance there with . 

SPECIFICATION 


District 


Tehsil 


Arca in 
Acres 


Descriptson of Area 


Locality / 
Village and 
Hadbast 
Number 


Rectan gal No. 


Khasra 
No. 


A -- K - M 


Gurgaon 


Rewari 


Bawal, Hadbast No. 37 


3--5--5 


51 

12 , 19 , 13 , 18 

and 23 
( As demarcated at site ) 


B. L. AHUJA , Secy . 


